WTCI-679-P 

Cheri Sawyer 

From: Bhol, Saroj [sbhol@panynj.gov] 

Sent: Wednesday, September 24, 2003 10:50 AM 

To: "sunder@nist.gov' 

Cc: Begley, James; Fadavi, AN; Lombardi, Frank; Reiss, Alan; ■heyman@nist.gov'; 

'cauffman@nist.gov'; 'cheri.sawyer@nist.gov'; 'jason.averill@nist.gov'; 

'james.lawson@nist.gov' 
Subject: FW: Port Authority Interviews 



Since the World trade Center Complex was leased to Silverstein Properties prior to 
September 11th, responsibility of implementing emergency procedures (except Public Safety) 
was with Silverstein Properties on that day. 

v 

Listed below are the names of some of the Port Authority staff who were responsible for" 1 
emergency procedures prior to the lease agreement with 
Silverstein : 

Communication : Ray Simonetti 

Fire safety: Mike Hurley 

Bill Hamann 
Dennis Malolopols ki 
Ray Simonetti 

Public Safety: Chief Anthony Whitaker (both pre and post lease) 

Elevators: Dave Bobbitt 

Don Parente 

Operations : John Mircovich 

John O 1 Donnell 



Thanks 
Saroj 



Original Message 

From : Shy am Sunder [mail to : s under @nist .gov] 
Sent: Friday, September 12, 2003 2:38 PM 
To: Bhol, Saroj 

Cc : Spencer, John ; Lombardi , Frank ; heyman@nist . gov; cauf fman@nist . gov; 
cheri . sawyer@nis t .gov; jason.averill@nist.gov; j ames . lawson@nist . gov 
Subject : Fwd : Port Authority Interviews 



Saroj , 

Here's a request from Jason. Please respond as quickly as you can. 
Shyam 



>X-Sieve: CMU Sieve 2.2 

>From: "Jason D. Averill" < j ason . a verill@nist . gov> 
>To: "'Shyam Sunder'" <sunder@nist . gov> 
>Subject : Port Authority Interviews 
>Date: Fri, 12 Sep 2003 13:49:08 -0400 
>X-Mailer: Microsoft Outlook, Build 10.0.3416 



1 



>Importance : Normal 

> 

>Shyam, 
> 

>We need to request a list from the Port Authority of the names of any 
>person employed by PANYNJ who was present at the World Trade Center on 
>Sept ember 11th who had responsibility for implementing emergency 
>procedures , including fire safety directors, floor wardens, deput y 
>floor wardens, and others whose job requirements required them to take 
>actions other than evacuating themselves from the building. 
> 

>Thanks, 
> 

> Jason 

> 

>Note: This document is a confidential and pre-decisional communication 
> 

> Jason D . Aver i 1 1 

>Fi re Protection Engineer 

>Building and Fire Research Laboratory 

>National Institute of Standards and Technology 



Dr. S. Shyam Sunder 

Chief, Materials and Construction Research Division Building and Fire Research Laboratory 
National Institute of Standards and Technology 100 Bureau Drive Stop 8610 (Building 226, 
Room B 256} Gaithersburg , MD 20899-8610 
Tel. : 301-975-6061/6713 
Fax: 301-975-6122 
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